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E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, HU 

SUBJECT: FEDREP EDP SYSTEM TO HUNGARY IL 1565 

REF: A. COCOM DOC (73) 1041 
B. STATE 133088 

WHEN REF A DISCUSSED AT JULY 10 COCOM MEETING, UKDEL RESERVED 
AND INQUIRED WHETHER REFCASE WAS AN ALTERNATIVE TO EARLIER 
FEDREP EXCEPTION FOR IBM 370/145 TO END-USER AT SAME ADDRESS 
((72) 1462). IF SO, UK COULD PROBABLY APPROVE ON ALTERNATIVE 
BASIS. IF NOT, THEY WOULD NEED FURTHER CLARIFICATION. 
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